

The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Pubiic Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIG8Y, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/17/2012 


Megan Mahoney 

Assistant District Attorney, Plymouth County 


Dear ADA Mahoney, 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and perfonned the preliminary testing and net weight for 
tills sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 



Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6622 


Folk OIG PRR 042745 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 


Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


Department of Public Health, 
State Laboratory Institute 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 
8 : 00 - 11:00 
2:00 - 4:00 


DRUG RECEIPT 


Amherst Hours 
9:00- 12:00 
1:00-4:00 


City or Department: fo llc^ _Police Reference No.: 

Name and Rank of Submitting Officer: _ Pci-^l lOonnC^^C cj _ 

Defendant(s) Name (last, first, initial)_ 



To be completed by Lab Personnel 












No. 

City: Rockland Police Dept. 
Officer: Detective DONNELLY 

Amount: 


No. Cont: 4 Cont: pb 

Date Rec'd: 06/28/2010 
Gross Wt.: 2.27 


Date 




Subst: SUB 

No. Analyzed: 

Net Weight: 



Prelim: CoCOu.?v.iL(^ Findings: 


f) 





DRUG POWDER ANALYSIS FORM 


SAMPLE if 



AGENCY IVoe-lcVcrn rf., 


ANALYST 


No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION: 

Gross Wt ( ): 


Gross Wt ( ): 

V ^ V (>io 

Pkg. Wt: 


NetWt: 






PRELIMINARY TESTS 
Spot Tests 


MlcrocfVstalllne Tests 


Cobalt 

Thiocyanate ( -) 
Marquis — 

Froehde's_ 

Mecke's 


Gold 

Chloride -y 
TLTA ( -)-V 
OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ Qsdq^Cxj^o 

DATE 3.2-10 


GC/MS CONFIRMATORY TEST 

RESULTS (<0COL-'.nr> _ 

MS 

OPERATOR _ 

DATE Xvy- \ o 

Revised 7/2005 


Folk OIG PRR 042748 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\System7\09 23 10\744957.D 
KAC “ “ 

24 Sep 2010 00:08 

BLANK 

2 

DRUGS,M 
RTE 



Abundance TtC: 744957.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744957.D 


Fri Feb 03 08:49:18 2012 


Page 1 


Folk OIG PRR 042749 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q3-2010\System7\09__23__10\744958 , D 

Operator : KAC 

Date Acquired : 24 Sep 2010 00:20 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 58 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 744958*0\data.fns 

4.T28 

1600000^ 

10000001 I 


500000 


Ql- fr - rv 1-1 r i r : r-i-|-ri i | ; i i » | i i i ; i j v - fy i -vi i | i i i > | i i i n | " "rT T-r]-r i i i j i i t i j i i i i i i i ^ i r i i t i ( i 

Time-> 2.00 2.50 3,00 . 3.60 4,00 4.60 5.00 _5^0 6.00 6.50 7.00 7.50 8.00 8.50 9. 0 0 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.728 

182§051 

100.00 

100.00 


744958.D Pri Feb 03 08:49:22 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3~2010\System7\09_23_10\744958.D 

Operator : KAC 

Date Acquired : 24 Sep 2010 00:20 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 58 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 io 4.897 min.: 744958.D\data.ms (-} 

8|2 

I 

80 i ^82 


60 



m/z-> 40 60 80 100 120 140 1 60 _180_200 220 240 2 60 280 .300 


Abundance #29: COCAINE 



744958.D Fri Feb 03 08:49:23 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P;\Q3“2010\Systern?\09_23_10\744971.D 
KAC 

24 Sep 2010 3:05 

BLANK 
ASD 
2 

DRUGS.M 
RTF 


Abundance TIC: 744971 .D\data,ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


744971.D Fri Feb 03 08:49:41 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\09_23_10\744972.D 

KAC 

24 Sep 2010 3:17 


ASD 
72 

DRUGS.M 
RTE 


Abundance 
3000000I 

2000000 

1000000 


TIC: 744972.0\data.ms 


39 


2.12.350 

1 


3.902 


U -rTT-TT 1 1 1 1 1 p 1 

Time-> 2.00 2.50 3.00 

i-j i-f 1 i j Tl-T 

3.60 4.00 4.50 

1 1 1 1 1 1 1 1 1 1 ' 1 1 1 
6.00._6.50 6,00 

1 i p t 1 1 -r'l— r 1 1 t j 1 -]-[-y-r-T-r-1 i i i i i j -c- t' i > [ i i i t— 

6.60 7.00 7.50._8,0G 8.50 9.00 9,50 

Ret , Time 

Area 

Area % 

Ratio % 

2 , 133 

367942 

6.74 

8.19 

2,350 

251303 

4.60 

5.59 

3 . 902 

348486 

6.38 

7.75 

4 , 739 

4494936 

82.28 

100.00 


744972.D 


Fri Feb 03 08:49:44 2012 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\09_23_10\744972.D 
KAC 

24 Sep 2010 3:17 


ASD 

72 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a,L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKtt 

RT Library/ID 

CAS# 

Qual 


1 2,13 C:\Database\NIST05a,L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carhornethoxy-8-methyl-8-azabicycl 043021-26-7 96 
2,6“Dimethoxytoluene 005673-07-4 38 


42 


57 

LiVlU 


Average of 2.096 to 2.319 min.: 744972.0\data.ms (-) 
152 


Abundance 

80 

60 

40 

20 

0 1 T'‘]44Yr]*-r4^Mjhn4 l |-TT-T^t^| W TTT T tt- rrnMV ]--rTTi- |HVrr |- rf T-^ ^ T T - r t Y i Yrr yTT-^ Vp -7-rT^‘fTTTjTTTT'y'itT't^ i 

m/2-> 40 50 60 70 80 90 l6o 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


82 


68 


122 


y 106 


138 


181 


166 


207 


281 

TyTTTTjTTTT|-rrrr |‘i ■['n 'j'sT 


Abundance 



m/z-> 


‘p“rrT-|-rmT'rTTi|Ti T Tyn r r’j'!-i"i"'r"j'C'rTry'l"r‘ 

40 50 60 70 80 90 100110120 130140160160 170 180 190200210220 230 240 250260 270280 


744972 <D 


Fri Feb 03 08:49:45 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\System7\09 23 10\744972*D 

Operator 

KAC 

Date Acquired 

24 Sep 2Q1Q 3:17 

Sample Name 


Submitted by 

ASD 

Vial Number 

72 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTS 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.35 

C:\Database\NIST05a .h 

Ecgonine methyl ester 

Ecgonine methyl ester 

Ecgonine methyl ester 

106293-60-1 97 
106293-60-1 97 
106293-60-1 96 




744972.D Fri Feb 03 08:49:46 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \Q3 - 2 010\System7\09__23__10\744972 . D 

Operator : KAC 

Date Acquired ; 24 Sep 201 0 3:17 

Sample Name : 

Submitted by : ASD 

Vial Number : 72 

AcquisitionMeth: DRUGS,M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


3.90 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5/6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2/1-b]thiazole, 2,3/5,6-tet 006649-23-6 98 


Abundance Average of 3.876 to 4,087 min.: 744972.DVdala.ms (-) 

j 148 


80 



Abundance #59447: ^mida2o[2,1-5]thfazole, 2.3,5,64etrahydro-G-phenyl-, (S)- 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


744972.D Fri Feb 03 08:49:46 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\09__23_10\744972.D 

Operator : KAC 

Date Acquired : 24 Sep 2010 3:17 

Sample Name : 

Submitted by : ASD 

Vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L i 

PK# RT Library/ID CAS# Qual 


4 4.74 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.696 to 4,887 min.: 744972.D\<Jata.ms (-) 



744972.D Fri Feb 03 08:49:47 2012 Page 5 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\09__23_10\7449a0.D 

Operator : KAC 

Date Acquired : 24 Sep 2010 4:58 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance TiC: 744980.D\data,ms 



Tinie-> 2.00 2.50 3,00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744980.D Pri Feb 03 08:50:02 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q3-2010\System7\09_23_10\744981.D 

Operator : KAC 

Date Acquired : 24 Sep 2010 5:11 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 81 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




1000000 


500000 


0 

Tinie-> 


Ret. Time 

Area 

Area % 

Ratio % 

4.728 

1460326 

100.00 

100.00 


TfC: 744981D\data.ms 



744981.D Fri Feb 03 08:50:05 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3“2010\System7\09_23_10\744981,D 

Operator : KAC 

Date Acquired : 24 Sep 2010 5:11 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 81 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLl,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.696 to 4.892 min.: 744981 .D\data.ms (-) 

I 


801 i 

i 182 



744981.D Fri Feb 03 08:50:06 2012 Page 2 
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